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English Language Scripts 


■ IFAS publication DPR-1901. Published 
June 1998. Revised September 2003 and 
October 2005. It is part of The Disaster 
Handbook, a component of the IFAS Disas¬ 
ter Information Program. For more program 
products, visit: <disaster.ifas.ufl.edu>. 

■ General editor: Carol J. Lehtola, Agricul¬ 
tural and Biological Engineering Depart¬ 
ment, Institute of Food and Agricultural 
Sciences, University of Florida, Gainesville, 
Florida 32611. 

■ UF/IFAS Extension Publications are avail¬ 
able on the Internet at: <edis.ifas.ufl.edu>. 

■ The Institute of Food and Agricultural 
Sciences (IFAS) is an Equal Opportunity 
Institution authorized to provide research, 
educational information and other services 
only to individuals and institutions that 
function with non-discrimination with re¬ 
spect to race, creed, color, religion, age, 
disability, sex, sexual orientation, marital 
status, national origin, political opinions or 
affiliations. For more information on obtain¬ 
ing other extension publications, contact 
your county Cooperative Extension service. 

U.S. Department of Agriculture, Coopera¬ 
tive Extension Service, University of Florida, 
IFAS, Florida A. & M. University Coopera¬ 
tive Extension Program, and Boards of 
County Commissioners Cooperating. Larry 
Arrington, Dean. (DH400) 
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Returning Home 

Don’t Get Taken - 1 

Don’t Get Taken - 2 

Housing Repair 

Moisture Problems 

Damaged Electrical Appliances 

Pure Water 

Sanitation 

Personal Hygiene 

Snakes 

Rodents 

Llooded Garden Produce 
What Should I Salvage 
Removing Mildew 

Removing White Spots from Furniture 

Maintaining Your Freezer Without Power 

Throw It Out 

Food Safety 

Safe Food Handling 

Handling Food 

Saving Food 
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24. Refrigerated Foods 

25. Safe Baby Food - 1 

26. Safe Baby Food - 2 

27. What to Do with Thawed Frozen Food 

28. Safe Kitchen Utensils 

29. Sterilizing Flooded Dishes 

30. Powerless Cooking 

31. Removing Refrigerator Odors 

32. Smelly Refrigerators 

33. Cleaning Flood-Soiled Bedding 

34. Cleaning Dirty Clothes 

35. Helping Your Child - 1 

36. Helping Your Child - 2 

37. Helping Your Child - 3 

38. Stop Stress 

39. Helping Others with Stress 

40. Families Coping with Stress 

41. Family Stress 

42. Getting the News Out in Time of Disaster 


Spanish Language Scripts 

3s. Regresando al Hogar Luego del Huracan [Returning Home] 

4s. No Permitas que te Engangen 1 [Don’t Get Taken 1] 

5s. No Permitas que te Engangen 2 [Don’t Get Taken 2] 

8s. Dano Causado por el Huracan a los Enseres Electricos [Damaged Electrical Appliances] 

9s. Agua Pura [Pure Water] 

10s. Saneamiento [Sanitation] 

11s. Higiene Personal [Personal Hygiene] 

12s. Serpientes [Snakes] 

13s. Roedores [Rodents] 

21s. Manejando los Alimentos [Handling Food] 

24s. Alimentos Refrigerados [Refrigerated Food] 

28s. Utensilios de Cocina [Kitchen Utensils] 

30s. Cocinando sin Energia Electrica [Cooking Without Electricity] 

31s. Removiendo los Olores del Refrigerador Luego del Huracan [Removing Odors from 
Refrigerators after a Hurricane] 

34s. Si la Ropa Esta Realmente Sucia [Cleaning Very Dirty Clothes] 

35s. Ayudando a su Nino - 1 [Helping Your Child - 1] 

36s. Ayudando a su Nino - 2 [Helping Your Child - 2] 

37s. Ayudando a su Nino - 3 [Helping Your Child - 3] 

40s Ayudando a Familiares y Amigos Que Estan Bajo Estres [Helping Your Family and Friends 

Handle Stress] 

41s Estres Familiar [Family Stress] 
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Water Conservation and Drought Scripts 

43. Responding to Drought 

44. Getting Ahead of Drought 

45. How Often Should You Water? 

46. Water When Your Lawn Tells You To 

47. Plant for Where You Live 

48. Water, Water, Everywhere? 

49. Six Tips to Save Water 

50. One Drop Makes a Difference 

51. Water Supply and Demand 
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